ST.  WILLIAM'S  CATHOLIC  CHURCH 

Frederica  Road,  St.  Simons  Island,  Ga.  o 

Erected:   1930,  enlarged:   1961.  This  gem  of  Spanish  *§ 

Missionary  architecture,  situated  in  beautiful  natural  C 

surroundings,  commemorates  the  early  Spanish  mis-  ^ 

sion  here  almost  four  centuries  ago.  = 
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